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Speech Input Equipment for 
Radio Broadcasting 


By W. L. BLACK 
Radio Development 


S the radio listener enjoys or- 
chestral harmonies or thrills to 
an adventure story, he is hap- 

pily unconscious of the minute care 
that has been given to every piece of 
equipment in the broadcasting sys- 
tem from its earliest design to its 
ultimate operation during the pro- 
gram. Communication engineers, 
however, are “within the family’, and 
it is likely that no small part of their 
satisfaction in listening to a program 
is due to the thought that its smooth- 
ness and tone quality are to a very 
considerable extent the achievement 
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of some of their professional associates. 

The circuits and apparatus through 
which a broadcast program passes on 
its way from studio to radio trans- 
mitter are collectively known as 
speech input equipment. 

As in public address systems and 
sound recording systems, high quality 
microphones and amplifiers are util- 
ized; as in the telephone exchange, in- 
coming telephone lines are selected 
and routed; and, as in telephone re- 
peater stations, amplifiers are asso- 
ciated with outgoing telephone lines. 
However, unlike a sound recording 

system, the program 


RADIO 
i once presented on the 


KEY STATION 


air cannot be replaced 
by a repetition even 
though errors of omis- 


sion or commission are 
= made. Unlike a public 


address system, the 
WORK program material is 


amplified many times 
Y in the associated radio 
transmitter and by the 


TOLL CENTER 

BRANCHES TO 
OTHER NETWORK < 
STATIONS 

STUDIO OF 

NETWORK 

STATION 


listener’s radio receiver 
after leaving the studio 


and the program source 
is entirely isolated from 
the listener in the event 


of apparatus failure. 


In the event that it is 


a network program it 


Fig. 1—Elements of a typical broadcast network.. Actual ‘8 further amplified, 
networks may have several key stations and as many as both by telephone re- 
seventy or more transmitters radiating the same program peaters and by the 
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speech input amplifiers 100 
of other stations, as 


well as by the radio os 


transmitter and re- 
ceiver. 


@ 


On account of the 
very low output of any 
of the high quality 


microphones— double- 
button carbon, con- 


(0.006 WATT) OUTPUT LEVEL 


denser, and moving coil 
—considerable amplifi- 


cation is immediately 
necessary and the noise 
level in the first ampli- 40 


REQUIRED AMPLIFICATION FOR O DECIBELS 


fier stage must be ex- 
tremely low. In the 
earliest speech input 
systems, the amplifiers 
used for this purpose 
had resistance and impedance coupled 
stages. The subsequent availability 
of high quality audio frequency trans- 
formers with permalloy cores has 
made possible the use of transformer 
coupled stages throughout the ampli- 
fiers. The early amplifiers obtained 
their filament and plate supplies and 
grid bias potentials from batteries. 
Later, it became feasible to use alter- 
nating current rectified and filtered 
for the plate supply, and the voltage 
drop in a resistance in the plate re- 
turn circuit for grid potential. Even 
more recently, with the availability of 
exceedingly quiet equipotential type 
vacuum tubes such as the Western 
Electric 262A, it has become possible 
to employ alternating current for 
heating the filaments without any 
material decrease in the amplifier 
signal-to-noise ratio. These uses of 
alternating current have resulted in 
considerably simpler installations oc- 
cupying less space, capable of being 
put in service in considerably less time 
and at greatly reduced expense, and 
requiring far less maintenance. The 
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4 
DISTANCE FROM TRANSMITTER IN FEET 


Fig. 2—Amplification required to give a “‘zero”’ output level 
(0.006 watt) with average speech at various distances from 


the transmitter 


elimination of batteries at program 
pick-up points has been completed by 
the introduction of the Western Elec- 
tric No. 618A (moving coil) micro- 
phone, which requires no direct cur- 
rent supply. 

The microphone in the studio and 
the amplifier required to supply an 
immediately associated radio trans- 
mitter, together with the power sup- 
ply for the amplifier, are of course the 
fundamental essentials of a speech 
input equipment. However, it was 
found that satisfactory control of the 
program necessitated a loud speaker 
for indication to the operator of the 
quality and continuity at the output 
of the system. To provide adequate 
energy to operate one or more loud 
speakers at comfortable volume and 
to isolate them electrically from the 
main program circuit, a monitoring 
amplifier is bridged at the output of 
the main amplifier system, through a 
high impedance so that it may be 
removed or connected without chang- 
ing the program level. 

It was also found that satisfactory 
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control of the program energy level 
necessitated a visual indication to the 
operator of the energy level at the 
output of the system. For this pur- 
pose, a volume indicator is used. This 
ordinarily consists of a rectifier asso- 
ciated with a direct current meter. 
The input to the rectifier is ordinarily 
bridged on the main program circuit 
through a coupling circuit of high 


Fig. 3—The Western Electric No. 
Speech Input Equipment 
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impedance and consequently low 
bridging loss. Since no meter has a 
sufficiently long scale to indicate dj- 
rectly the wide range of energy values 
encountered, there is ordinarily a cal- 
ibrated attenuation circuit ahead of 
the rectifier which can be set by a key 
or dial switch or both. In practice, 
the settings of the attenuation circuit, 
once made, are left undisturbed and 
the volume control is used to hold the 
swings of the meter within a definite 
range. 

As the programs became more com- 
plex, it was found that a single micro- 
phone in a studio was not adequate 
for all programs. This requirement of 
several microphones in a studio, for 
example, one for the announcer ex- 
clusively, one for musical accompani- 
ment and one or more for the several 
speakers of a dramatic production, to- 
gether with the necessity of providing 
for programs from other sources, 
necessitated means of quiet, precise 
and, in some instances, remote or mul- 
tiple-control microphone switching. 
This switching is accomplished by 
lever unit keys or, if the switching 
must be controlled from more than 
one point or controlled remotely, by 
means of telephone type relays usually 
operated by momentary contact push- 
button or lever keys. With the use of 
several program microphones it also 
became desirable to control the output 
level of each separately from that of 
the others as, for example, when an 
announcement is made with a back- 
ground of music. In such a case the 
level of the music is gradually reduced 
while the announcement is being made 
and then gradually increased. This 
requirement is met by the use of 
potentiometers, the input of each as- 
sociated with a microphone or pro- 
gram source and the outputs con- 
nected together and to the input of 
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the main amplifier. Such an arrange- 
ment is known asa mixer. Ordinarily, 
the mixing potentiometers are located 
immediately at the outputs of the 
microphones so that the required 
apparatus investment may be as small 


as possible. However, this location 
necessitates not only that the output 
impedance of any potentiometer be 
substantially constant regardless of 
setting so that a change in the setting 
of one does not affect transmission 
efficiency through the others, but also 
requires, particularly with more recent 
types of microphones, extremely quiet 
operation. This is necessary because 
all of the amplification in the system 
follows the potentiometers. 

Pickup of programs at points out- 
side the regular studios—an early step 
in the evolution of broadcasting— 
brought about the development of 
portable speech input equipment. All 
the essential facilities of the studio 
equipment are incorporated but in the 
mechanical design emphasis is nat- 
urally laid on lightness and compact- 
ness. For example, the convenience 
of loud speaker monitoring must be 
sacrificed for the light weight of a 
headset. Programs are transmitted 
over wire lines at levels comparable 


with those of telephone conversations. 
Sufficient attenuation is introduced at 
the studio to reduce the level to that 
of the local microphone output, so 
that the incoming program can be 
handled substantially as though it 
originated in the studio. 

When one studio program immedi- 
ately follows another, it is desirable 
for smooth transition from one to the 
other that two studios be available so 
that the performers may be preparing 
in one for the subsequent program 
during the presentation of the earlier. 
Furthermore, rehearsals under condi- 
tions simulating those of actual broad- 
casting are conducted for the more 
elaborate programs. The rehearsal 
time may be from six to ten times as 
great as the time required for final 
presentation to the radio audience. In 
addition, most stations depend upon 
commercial advertising for their con- 
tinued existence. This necessitates 
auditions of typical programs for 
prospective advertising clients. Such 
auditions are most effective when 
presented in a studio and observed by 
means of a loud speaker, and so are 
auditions for selecting new broad- 
casting talent. Consequently it is not 
uncommon in the larger stations for 
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Fig. 4—A typical studio channel 
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as many as fifteen or 
twenty studios to be 
available and for all to 
be in practically con- 
stant use. 

When a number of 
studios are employed, 
it is of course difficult, 
if not impossible, to 
observe the several dif- 
ferent programs orig- 
inating simultaneously 
in them by means of 
loud speakers unless 
the speakers are lo- 
cated in separate 
rooms. Further, the 
satisfactory control of the program by 
the operator practically necessitates 
his location away from extraneous 
distractions. These requirements, to- 
gether with the fact that the more 
comprehensive programs such as 
dramatizations, especially those with 
musical background, can be controlled 
better when the operator can observe 
what is occurring in the studio, has 


SUPERVISORY CONTROL ROOM 


Fig. 6—The five lower knobs on the 104 Cabinet control the 

output of five microphones or program lines, while the upper 
knobs have a similar function for the main and monitoring 
amplifiers 


led to the use of individual control 
rooms adjacent to each of the several 
studios. The operator in one of these 
rooms has a full view of the associated 
studio through a large plate glass 
window and is ordinarily responsible 
only for the program originating in 
that studio. 

Directly in front of him is a control 
cabinet which houses keys for switch- 
ing programs, mixing 
potentiometers, con- 


TELEPHONE LINE ens trols for the main and 
| OBSERVATION INDICATORS Monitoring amplifier, 
= | lamps. 
are | n the back of the 
| room is a speech input 
| ? sity plc | bay in which are the 
| | amplifiers, a volume 
| t-4--1 t-+--4 | indicator, and jacks 
| MONITOR | for testing. Space is 
on a | also available to mount 
| . | the panel of the control 
| | cabinet if desired. 
| | During rehearsals 
~ > l the control operator 
mooms” | _j Studio by throwing a 


Fig. s—While each of several studios has its own control 
room, a supervisory control room is necessary for the group 
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key which connects his 
microphone to the am- 
plifier in place of the 
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Fig. 7—The Western Electric 701A Speech 
Input Bay is installed in the studio control 
room 


studio microphones and connects a 
loud-speaker in the studio in place of 
the monitoring loud-speaker in the 
control room. 

The use of more than one studio 
further complicates the technical prob- 
lem as it is necessary for each studio 
to be entirely independent of all others 
both acoustically and electrically so 
that a program originating in one 
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studio will not be superimposed on. 
another. At the same time it is essen- 
tial that the outputs of all of the indi- 
vidual amplifier systems be brought 
together at some point for supervision 
and switching. This supervisory ac- 
tivity, together with the testing, dis- 
tribution and observation of program 
circuits extending outside of the studio 


Fig. 8—A program enters the radto-trans- 
mitting station through this Western Elec- 
tric 700A Bay 
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Fig. g—Supervisory control equipment in the studios of Station WMAQ, Chicago 


is ordinarily exercised in a central 
control room. Here are also ordinarily 
located amplifiers for each of several 
outgoing lines when it is necessary to 
send the same program to several 
destinations simultaneously. These 
amplifiers isolate each line from the 
others and also make possible the use 
of varying amounts of amplification 
for each outgoing circuit as desired. 

When it is considered that during 
one broadcasting period a large sta- 
tion may, for example, be supplying 
a program to its own transmitter and 
to separate branches of the network 
and during the next broadcasting 
period may be required to supply one 
program to its own station and two 
entirely different programs to each 
of the two branches of the network 
simultaneously, it is appreciated that 
the precise changeover from one con- 
dition to the other imposes severe 
operating requirements on both the 
equipmentand theoperating personnel. 
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In the interest of speed, accuracy 
and quietness, these circuit changes 
are made by keys rather than by cords 
and plugs. When the cue is given for 
the switch, only one key need be 
thrown to put in effect a circuit com- 
bination previously set up by other 
keys*. Provision must also be made 
for the optional selection of one or 
more of a number of incoming tele- 
phone lines, for the selection of the 
various spare microphone outlets in 
the studios, for the interchange of the 
various amplifier circuits for testing 
and other purposes, and for the setting 
up of special circuit arrangements for 
auditions and rehearsals. This type 
of switching, which does not impose 
as severe time limitations, is ordinarily 
accomplished by the use of jacks and 
patching cords similar to those used 
in toll test boards. 

So far, it has been assumed that the 


4 Switching Unit for Program Circuits.” RecorD, 


August 1932, p. 430. 
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radio transmitter is immediately ad- 
jacent to the studio location with 
which it is associated. However, the 
use of higher power has necessitated 
the location of the transmitter in a 
sparsely populated section while the 
studio remains in the city where it is 
readily accessible to artists and ad- 
vertising clients. Under these condi- 
tions, the program is transmitted from 
the studio to the transmitter over a 
telephone line. This ordinarily neces- 
sitates an amplifier which is in effect a 
telephone repeater at the transmitter. 
It is also necessary to provide both a 
volume indicator and a monitoring 
loud speaker at the radio transmitter 
so that the attending operators may 
observe the quality, volume level and 
continuity of the program. Further- 
more, a microphone is ordinarily pro- 
vided at the transmitter location so 
that in the event that emergency 
announcements are necessary they 
may be made with a minimum of 
delay. 

These facilities are available in the 
new Western Electric No. 15A speech 
input equipment. Except for a three- 
cell dry battery in the 


gram at the broadcast transmitter - 
down to that of the local announcing 
microphone. Testing jacks give access 
to the circuit at all important points. 

In addition to the basic require- 
ments for speech input equipment, 
namely, high gain, high quality am- 
plifiers having an extremely high 
signal-to-noise ratio, it may be seen 
that the precise and accurate control 
of programs, both studio and remote, 
the satisfactory conduct of rehearsals 
and the impressive presentation of 
auditions for advertising clients neces- 
sitates an elaborate installation of 
supplementary technical apparatus. 
Further, it should be noted that ad- 
vances in communication, superficially 
as remote from one another as the 
development of permalloy on one 
hand and of the moving coil micro- 
phone on the other hand, are all taken 
into account in the design of a mod- 
ern speech input equipment, and that 
such diverse techniques as toll test 
board operation and the proper use of 
loud speakers are involved in this 
highly specialized branch of radio 
engineering. 


operator’s telephone 
circuit, power is sup- 
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plied entirely from the 


commercial alternating 
currentservice. The re- 
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ceiving end of the tele- 


phone line is bridged by 
an equalizing network 


B STUDIO AMPLIFIER SYSTEMS 


GAIN OR LOSS IN DECIBELS 


designed to make the il 


frequency characteris- 


tic of the circuit suit- ~2° 


—— NEW SPEECH-INPUT EQUIPMENT 


NEW SPEECH-INPUT EQUIPMENT 


able for program trans- 
mission, and an atten- 
uation network is pro- 
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FREQUENCY IN CYCLES PER SECOND 


Fig. 10—Overall characteristics of New Western Electric 
Speech Input Equipments: above, the No. 700A Speech 


vided to bring the level 


Input Bay for transmitting stations; below, the No. 701A 
of the incoming pro- 


Speech Input Bay for studios 
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Iron-Cobalt Alloys 


By G. A. KELSALL 
Magnetics Research 


N many magnetic circuits, it is 
desirable to have at some points 
the highest practicable flux den- 

sity. For example, the pull on a relay 
armature is proportional to the square 
of the flux density in the air gap. Flux 
density, in turn, is related to the mag- 
netic permeability of the core and to 
the ampere-turns in the relay winding 
in such a way that an improvement in 
the core material in this respect makes 
possible a reduction in ampere turns, 
with resultant saving in power and 
copper. Or, with the same ampere 
turns a better core material will give 
a stronger pull on the armature. 
While densities satisfactory for 
many purposes can be secured at 
reasonable cost in ampere turns with 
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FLUX DENSITY IN GAUSS 


o 10 20 30 40 50 60 70 80 90 100 
PER CENT COBALT 


Fig. 1—How composition affects the flux 
density of iron-cobalt alloy at 50 oersteds 


a commercially-pure soft iron such as 
Armco, an improved material would 
show economies in size and in power 
cost and would make practicable cer- 
tain designs which otherwise could 
not be made up. For these reasons, 
the “‘fifty-fifty” iron-cobalt alloy de- 
veloped in these Laboratories a few 
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years ago is of particular interest. The 
unique property of this alloy is its high 
permeability at high flux density. 

As a graphic illustration of what 
happens when cobalt is alloyed with 
iron, consider the curve of Figure 1. 
In plotting this curve the magnetizing 
force has been held constant at 50 
oersteds, while the composition has 
been varied from all iron to all cobalt. 
The maximum value of flux density, 
a little over 23,000, occurs at half iron, 
half cobalt. This is almost saturation 
value for this alloy. Iron, however, is 
far from its saturation value of 22,000 
at this value of magnetizing force. 

The comparison between this iron- 
cobalt alloy and iron alone is further 
brought out by Figure 2, showing 
“B-H” curves for the two materials. 
Above a density of 13,000 the alloy 
has a higher permeability than has 
iron. This property suggests the use 
of the alloy in heavy duty relays or 
other apparatus requiring high flux 
densities. 

As a practical demonstration, an 
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Fig. 2—Magnetization curves of iron-cobalt 
alloy and of iron alone 
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electromagnet was made up on a core 
54in. square of “ fifty-fifty” iron-cobalt 
alloy. Windings were provided which 
could conveniently produce a magnet- 
izing force of about fifty oersteds. 
With this value of magnetizing force, 
the magnet supported about 210 

unds just before the armature was 
pulled off, while an iron electromagnet 
of similar dimensions and with the 
same ampere turns would support 
about 110 pounds. It is possible to 
make the iron magnet exert nearly 
the same force as the iron-cobalt 
magnet, but it would require about 
16 times as many ampere turns. 

In working with this “fifty-fifty” 
jron-cobalt alloy it was found that it 
could be used commercially in thick 
pieces, but its brittleness made diffi- 
cult the cold rolling necessary to 
reduce it to thin sheets. The difficulty 
of cold working was overcome by add- 
ing a third element. A method of 
alloying with vanadium and _ subse- 
quent working was invented by J. H. 


White and C. V. Wahl*. Below 2 
per cent vanadium, the magnetic 
properties were practically unaffected. 
At the same time the resistivity was 
increased more than three-fold—a 
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Fig. 3—Permeability for small alternating 
fields in the presence of a steady polarizing 


desirable factor in reducing the losses 
due to eddy currents from an alternat- 
ing field. 

In many magnetic structures, a part 

, of the magnetic path is re- 

quired to carry not only a 
steady polarizing flux but 
an alternating flux due to 
the speech-frequency cur- 
rents. For this reason an 
important characteristic of 
magnetic materials is their 
permeability to alternating 
flux in the presence of su- 
perposed steady flux. The 
curves of Figure 3 show 
that “‘fifty-fifty” iron-co- 
balt alloy is superior to 
iron in this regard, since 
the permeability to alter- 
nating flux is much higher 
at all the superposed flux 
densities shown. 
*U.S. Patent #1862559. 


Before the armature (smaller U-piece) pulled off, a 


force of 210 pounds was indicated. 
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Testing Cable Sheath for Fatigue 


By C. H. GREENALL 
Telephone Apparatus Development 


S a result of extensive engi- 
neering and manufacturing 
development work, lead-alloy 

sheathed cables have reached the 
stage where they provide one of the 
most dependable forms of communica- 
tion channels. Their average life is 
now in excess of fifteen years which 
has only been obtained by a thorough 
scientific study along metallurgical 
and mechanical lines. After they have 
been in service for a considerable 
length of time, however, irregular 
cracks sometimes develop in the 
sheaths. Through these cracks, mois- 
ture, of course, can enter, and since 
the insulation of the conductors is dry 
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paper, a small amount of moisture is 
sufficient to impair the transmission 
characteristics of the cable. These 
cracks differ from those that might 
result from a single application of a 
large stress, in that no deformation of 
the material is evident, and for the 
sheath alloys in general use—lead, 
lead-tin, and lead-antimony—the 
cracks follow the crystal boundaries. 
A failure of this kind is due to a condi- 
tion called “fatigue”, which results 
from repeated stressing of the cable 
sheath over long periods’ of time. 
Stresses causing this type of failure in 
cable sheath arise from the swaying 
of the cable in the wind, from varia- 
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tions in air temperature—causing the 
cable to contract or expand—or from 
various types of vibration to which 
the cable may be subject. The cumu- 
lative effect of the long sequence of 
such stresses if they reach certain 
critical values ultimately results in 
intercrystalline fatigue failure of the 
sheath, although none of the individual 
stresses to which the sheath is sub- 
jected is, as a rule, great enough to 
cause immediate failure. 

Considerable expense may result 
from such failures of cable sheath. 
The fault has first to be located and 
then repairs made which may result 
in considerable maintenance expense. 
It has been desirable therefore, to 
devise laboratory methods of measur- 
ing the resistance of various cable 
sheathing alloys to fatigue, so that the 
life of cables may be prolonged by 
improvement in the 
sheathing materials. 

Fatigue failure in 
cable sheath, as in all 
other metals, frequent- 
ly starts from a region 
of highly localized 
stress, such as is pro- 
duced by a sharp bend 
or surface injury, and 
from these localized 
points may spread pro- 
gressively through the 
sheath, resulting in ul- 
timate failure. If, how- 
ever, the stresses to 
which the sheath is 
subjected are below a 
certain limiting value, 
failure of the sheath 
either will not occur or 
will be much delay- | 
ed. This valueiscalled ‘ 
the “fatigue endurance 
limit” and _ represents 
the maximum repeated 
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stress to which the material may be 
indefinitely subjected without failure. 

The development of laboratory test- 
ing methods to simulate service fatigue 
failures has been the subject of much 
study. The first investigations were 
made by bending full sections of the 
cable around a rather large radius, as 
shown in Figure 1. Sample lengths of 
cable, 9 feet long, were subjected to 
fatiguing action wherein one end of 
the cable was moved back and forth 
through a deflection of 2 inches, at a 
constant rate of approximately 96 
bends per minute. This movement 
ultimately caused failure of the sheath 
at the bend due to fatigue. In order 
to record the time of failure of the 
sheath, the specimens of cable were 
sealed at each end and a slight vacuum 
was maintained in them. At the sta- 
tionary end a connection was made to 


Fig. —One of the first types of fatigue testing machines which 
subjected full-sized cable to fatiguing action until failure 
occurred 
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a mercury manometer. 
Failure of the sheath 
permitted air to enter 
and destroy the vacu- 
um, causing the man- 
ometer to register the 
failure through an elec- 
trical connection. Fail- 
ure in this test showed 
the same intercrystal- 
line breakdown that is 
obtained in the field. 

subsequent test 
was then developed 
which would not re- 
quire as long a length 
of cable for the test, 
which resulted in con- 
siderable economy. In this test longi- 
tudinal sections of cable were held 
firmly at one end, while the other end 
was vibrated transversely 14 inch 1700 
times per minute, thereby subjecting 
the sheath to alternate periods of 
tension and compression stress. This 
machine is shown in Figure 2. Here, 
again, the same method of determin- 
ing sheath failure by means of a 
vacuum was used. An examination of 
the failures obtained compared to 
those being experienced in the field 


Fig. 2—Another type of fatigue testing 
machine which subjected sections of full- 
sized cable to fatiguing actions 
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Fig. 3—An early type of fatigue test flexed sections of cable 
sheath back and forth till failure occurred 


again indicated a similarity of type, 
namely, failure along the crystal 
boundaries, and showed the same ap- 
pearance when examined microscopi- 
cally. 

A further development in fatigue 
testing is illustrated by Figure 3. Here 
flat cantilever beam specimens are 
actuated by a rotating cam to varying 
degrees of deflection. The specimens 
for test are cross-milled from sheath 
which has been flattened prior to the 
machine operation, with considerable 
economy in the amount of material 
necessarily used for the test. Using 
this type of machine, more precise 
engineering data relative to the actual 
stresses in the material were obtained 
for the first time. Likewise, com- 
parison of new alloys extruded in the 
laboratory in the form of tape, which 
were under consideration as possible 
sheath substitutes, could also be com- 
pared directly to the standard sheath- 
ing alloys. This also permitted cor- 
relation of the fatigue data being ob- 
tained during the test with the other 
physical properties of the sheathing 
alloys, such as tensile strength, hard- 
ness, and ductility. 
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Fig. 4—A later type used rod form specimens which were 
rotated while sustaining a cantilever load 


Laboratory studies of the data 
which have been obtained on the three 
machines indicated the desirability of 
determining the fatigue characteris- 
tics of sheathing alloys throughout 
the entire range of stress to which the 
sheath might be subjected in the field. 
In the next machine designed, of the 
rotating contilever beam type shown 
in Figure 4, alloy rods extruded in 
the laboratory could be loaded to 
any stress desired—the specimen be- 
ing rotated under that stress until 
fracture occurred. Corresponding stud- 
ies on the rod alloys for tensile 
strength, hardness, and ductility were 
then correlated to the fatigue data 
obtained on the rotating beam ma- 
chine. A counting device on the 
machine permitted accurate deter- 
mination of the number of reversals of 
stress to which each specimen was 
subjected until failure. In this type of 
test each of the outer 


various thicknesses 
and sizes of cable 
sheath should be ex- 
truded for experiment- 
al field installations. 
At the same time, it 
was realized that it 
would be desirable to 
be able to conduct lab- 
oratory tests on these 
various samples of 
sheath which were to 
be extruded for experi- 
mental test in the field. 
Accordingly, the latest 
type of fatigue testing machine, shown 
in the headpiece to this article, was 
developed. Studies are now in prog- 
ress of the fatigue characteristics of 
many alloys which have been under 
consideration for possible use as a 
cable sheathing material, all of which 
are being evaluated by using this type 
of machine. This machine has been 
found to be advantageous from the 
standpoint of economy of operation 
and the speed with which complete 
engineering data relative to the fatigue 
characteristics of the alloy may be 
obtained. One loading of the machine 
will supply sufficient data for the 
determination of the endurance limit 
and fatigue characteristics of the 
sheath at stresses comparable to those 
which occur in the field. The machine 
has a capacity of 126 fatigue specimens. 
Six reciprocating arms each having 
twenty-one specimen positions availa- 
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Fig. 5—Typical fatigue endurance curve of extruded 1% 


antimony lead alloy 
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ble, are adjusted so as to provide six 
different deflections. The deflections 
of each of the arms are chosen in such 
a manner that the fatigue endurance 
limit of the alloys, as a rule, will lie 
between the two smallest deflections 
used. In general, three specimens per 
alloy are used, which permit studies 
of seven alloys to be made on the 
fatigue testing machine at one time. 
The machine is designed so that the 
point of application of the bending 
force does not change as the recipro- 
cating arms move back and forth. 
This avoids small changes in the free 
length of the specimen, which in pre- 
vious designs have resulted in ex- 
traneous stresses being imposed upon 
the specimen, the value of which 
could not be definitely determined. 

Early in the investigation of fatigue 
characteristics of cable sheathing ma- 
terials, it was realized that tempera- 
ture had considerable effect on the 
fatigue characteristics of cable sheath. 
Temperature control has, therefore, 
been installed on the latest type of 
fatigue testing machines, the varia- 
tions of the temperature being held to 
within + 2 degrees Fahrenheit the 
average temperature being 8 5 degrees. 
Although this temperature is some- 
what higher than standard room tem- 
peratures — 68 degrees — the higher 
temperature is more economical and 
easier to control from an inspection 
standpoint. Variations in tempera- 
ture from below zero to as high as 140 
degrees are frequently encountered at 
locations where aerial cables are in- 
stalled. For this reason, a tempera- 
ture of 85 degrees was not considered 
seriously out of line with the average 
temperature to which sheath is sub- 
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jected when exposed to the greatest 
fatigue conditions found in the field. 

The latest machine was also de- 
veloped primarily to permit the evalu- 
ation and testing of specimens at 
various thicknesses of cable sheath, as 
well as to permit allowance to be made 
for the fluctuation in sheath thickness 
or eccentricity which is noticeable 
around the circumference of cable 
sheath. Results which have been ob- 
tained have been correlated to the 
physical properties of the sheath and 
it is anticipated that ultimately these 
data will likewise be correlated with 
data obtained from the field trials, 
This correlation, however, will only be 
possible following compilation of com- 
plete field data such as is now being 
obtained on cables of various types 
and thicknesses of sheath at the Out- 
side Plant Laboratories at Chester. 
A typical fatigue curve obtained from 
the latest type of machine is shown in 
Figure 5. This curve shows that as the 
fibre stress is decreased the number of 
reversals required for failure increases 
rapidly. At a certain stress (the en- 
durance limit), which is represented 
in the figure by the approximately 
horizontal portion of the curve, the 
number of reversals of stress required 
for failure becomes indefinitely great. 
In other words, for any lower stress 
the material can endure an unlimited 
number of reversals without failure. 

A special room at the Laboratories 
is devoted to these fatigue studies of 
metals. Although a very considerable 
amount of data has been gathered by 
the use of these machines in testing 
for the fatigue characteristics of cable 
sheathing material, the field of fatigue 
testing is still felt to be in its infancy. 
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WALTER S.GIFFORD, who completed thirty years in the 

Bell System on Fuly 1. Starting with the Western Electric 

Company at Chicago, Mr. Gifford served that Company until 

1908, when he became statistician of the American Telephone 

and Telegraph Company in New York. In 1919 he was 

made a vice-president, in 1924 its Executive Vice-President, 
and in Fanuary 1925 was elected President. 
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News of the Month 


COLLEGE GRADUATES OF 1909 
HOLD JUBILEE LUNCHEON 


In THE spring of 1909, G. A. Anderegg, 
then a member of the New York Engi- 
neering Department of the Western Elec- 
tric Company, was sent on one of the first 
tours of the colleges to recruit engineering 
graduates. On last July 11, Mr. Anderegg, 
now Cable Development Engineer of these 
Laboratories, sat at luncheon on the 
twelfth floor with as many of those gradu- 
ates as are still members of the Bell 
System and could possibly attend, nine 
of them members of these Laboratories. 

For almost all, the luncheon signalized 
the completion of a quarter century of 
service in the Bell System, in the course 
of which the most various telephone 
activities have claimed the members of 
the group, once closely associated. ‘“Those 
were the days’, says one of the group, 
“‘when the title ‘student’, although looked 
upon by those who bore it as the pass- 
word which would eventually lead to 
glory, was the signal for dark frowns 
from the shop foremen and for the rasp- 
berry generally. Left handed monkey 
wrenches and cable stretchers were stand- 
ard equipment. The only escape from 
getting lost, forgotten or allowed to re- 
main in obscurity was some self-initiated 
action. It is possible that action some- 
times took the form of upsetting a line of 
switchboard sections in the assembly de- 
partment, drilling a few holes in the wrong 
place in a nice mahogany keyshelf or 
having to make over an unusually large 
and important local cable. All ‘served 
time’ under Mike Quigley, who was then 
the dictator of the switchboard assembly 
and wiring department, and the recollec- 
tion of that experience is probably one of 
their most prized possessions”. 

The subsequent telephone careers of 
several of these men have already been 


recounted in the Record, those of Hiter 
Lowry, Equipment Development Engi- 
neer, and Hugh Spryer and Ralph Quass, 
also members of the Systems Develop- 
ment, in the News Notes for last July. 


Willian J. Shackelton, who passed the 
quarter century mark on July 3, came to 
West Street in 1910 to work on loading 
coils and problems in_ high-frequency 
electrical measurements. Later he became 
a supervisor of both these activities, and 
his responsibilities have since expanded 
progressively, until now as Transmission 
Apparatus Engineer he has charge also of 
work on condensers, transformers, net- 
works, cords, batteries, and the like. In 
the meantime he has made personally 
many contributions to the field of electri- 
cal measurements, in the development of 
methods for making absolute measure- 
ments of the fundamental electrical units, 
and in the publication of definitions of 
general electrical terms as a member of a 
sectional committee of the American 
Standards Association. 

Two men who went through the 
Student Course with Mr. Shackelton are 
now associated with him in the Trans- 
mission Apparatus organization. James 
C. Wright, who completed twenty-five 
years of service on July 16, is in charge of 
the group handling lamps and batteries*; 
and Howard H. Glenn, who passed the 
quarter century mark on July 6, is re- 
sponsible for development work on cords, 
wire and switchboard cable. 

Two more members of the original 
group are now in the Systems Develop- 
ment Department. Heber E. Marting 
came to New York to engineer the power 
plants for the trial installations of semi- 
mechanical exchanges in Newark, and 
later took charge of power plant work for 


*/4 biography of Mr. Wright appeared in the Fuly 


issue of the REcorD, p. 351. 
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A reunion luncheon for members of the Bell System who joined the Student Course at 
Hawthorne in the Summer of 1909 was attended by (left to right) C. A. Fohns (Western 
Electric), H. C. Spryer, L. T. Marks (Western Electric), G. Dobson (ERPI), W. F. 
Shackelton, F. R. Shea (Western Electric), H. H. Glenn, H. H. Lowry, G. A. 
Anderegg (who hired most of the group), F. M. Williams (Western Electric), C. W. 
Lowe (ERPI), F. C. Wright, A. G. Hall (Western Electric), R. L. Quass, L. H. 
Fohnson, L. W. Tucker (Western Electric), H. Broadwell, and H. E. Marting 


panel dial systems. He followed this with 
equipment development on all the major 
types of telephone switching systems, and 
since 1928 has had charge of work on 
general equipment standards. He re- 
ceived his service emblem on July 14. 
Lewis H. Johnson, who completed his 
score of years and five on July 12, has long 
been concerned with circuit development 
and is now in charge of a group handling 
special fundamental developments in local 
systems. It may not be true, and Mr. 
Johnson might deny it, but it is per- 
sistently rumored that he holds in his 
memory a complete dictionary of central 
office circuits. 

Construction of the new 50,000-watt 
radio transmitting station for WOR has 
been started by the Bamberger Broad- 
casting Service. The station will be lo- 
cated at Carteret, N. J., and the trans- 
mitter to be installed is the Western 
Electric 306A Radio Transmitting Equip- 
ment developed by the Laboratories. 
Two insulated radio towers, each 385 feet 
high and acting as antennas, will support 
a third antenna of wire suspended between 


them. This “three antenna array” was 
recently developed by the radio depart- 
ment to meet the specific requirements of 
this station. J.C. Herber of the Labora- 
tories will supervise the installation of the 
equipment. 

Bancrort GHERARDI, director of the 
Laboratories and Vice-President and Chief 
Engineer of the A. T. & T. Company, has 
been appointed a representative of the 
American Institute of Electrical Engineers 
on the John Fritz Medal board of award. 

H. S. Warren presented a paper on 
Electrical Grounds on Water Pipes before 
the New England Water Works Associa- 
tion. Part of this paper discussed some 
recent statements that impaired water 
supplies were supposedly caused by 
current on pipes from power, radio and 
other electrical grounds. Electrical World 
for July 21 abstracted this section of the 
paper and commented in an editorial in 
part as follows: “Mr. Warren did not 
presume to predict the results of pending 
investigations on this point (i.e. quality 
of water), but he did give ample reason 
for believing that grounding in accordance 
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with the National Electrical Code...does 
not affect the water. We believe with 
Mr. Warren that code grounding should 
have the full confidence of water works 
people and that nothing will be uncovered 
to show that water gets a flat taste be- 
cause trivial grounding currents flow in 
the pipes”. 

Durinc Juty a series of tests were 
made of the effectiveness of ultra-short 
waves to communicate with vessels in 
New York Harbor. The tests were of 
two-way talking between the New York 
Telephone Company’s building at 140 
West Street and the telephone company’s 
cable barge Lidiv, including measurements 
of the field strength received from shore 
in different parts of the harbor. The 
frequency used was about 35 megacycles 
(about 8.6 meters). The tests were par- 
ticipated in by C. N. Anderson, N. C. 
Olmstead and G. M. Hafner of the 
Laboratories and J. Bridges of the New 
York Telephone Company, using appa- 
ratus recently developed by the Special 
Products Development group. 

H. PFranNENSTIEHL visited Hartford 
and C. C. Towne and A. D. Dowd spent 
several weeks in Hawthorne in connection 
with work on telephotographic equipment. 

DEVELOPMENT worK for the U. S. 
Navy took T. E. Shea, J. F. D. Hoge, 
E. G. Fracker, H. C. Rubly, E. H. Jones 
and W. L. Betts to Hawthorne. 

THE work of renovating the 70 
Bethune Street building purchased by the 
Laboratories from the National Biscuit 
Company is progressing rapidly. About 
one-third of the Vacuum Tube Develop- 
ment Department has moved into the 
new quarters with the balance scheduled 
to be moved by the end of the year. The 
necessity of running the heating service 
from the 463 West Street building across 
Bethune Street required negotiations with 
the City of New York for a franchise. 
The United Electric Light and Power 
Company has run a new electric service 
into the building and has installed a 
transformer vault which will serve the 
entire building with the exception of 
minor special services from 463 West 


Street. The remodeling of the building 
the installation of services and the moving 
of laboratory equipment is being engi- 
neered by T. J. Crowe and R. R. Hopkins 
in J. G. Motley’s group of the Plant 
Department. 

THE USE OF radio compasses on trawlers 
as part of the radiotelephone project of 
the New England Telephone Company 
for the fishing industry took H. B. Coxhead 
to Boston. 

E. S. Witcox has started crosstalk tests 
on the Joplin-Tulsa line. Open-wire test- 
ing apparatus has been designed and built 
to check for transpositions in side circuits, 
or in phantom circuits, and to measure 
the resistance unbalance of side circuits. 

H. S. Hami.ron is presenting a paper 
entitled Wide-Band Open-Wire Program 
System at the Pacific Coast Convention of 
the American Institute of Electrical 
Engineers to be held in Salt Lake City, 
September 3 to 7. 

THE LABORATORIES learned with regret 
of the death of Mrs. Elsie J. Boellinger 
on July 18 from peritonitis following an 
operation. In May Mrs. Boellinger had 


Mrs. Elsie F. Boellinger 


completed twenty-four years service with 
the company. In Igto she entered the 
Traffic Department of the Western Elec- 
tric Company and in 1914 transferred to 
the Engineering Research Department. 
She became secretary to S. B. Williams of 
the Systems Development Department in 
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L. N. Hampton (right) discussing problems 

connected with the manufacture of various 

central office apparatus items with A. C. 

Link (left) and C. A. Wickstrom (center) 
at Hawthorne 


191g, remaining in that position until the 
time of her death. She is survived by her 
father and three daughters. 

H. I. Romnes was in Allentown to 
investigate mercury contact relays re- 
cently installed in the New York to 
Chicago test circuit used in a study of 
long toll-cable circuits. 

V. P. THorp was in Nashville and T. A. 
Jones in Memphis testing experimental 
modulating circuits for voice-frequency 
carrier telegraph systems which have been 
recently installed for trial. 

THE CuT-OVER of the new No. 3 tele- 
typewriter switchboard took R. D. Parker, 
F, J. Singer and J. A. Krecek to Buffalo. 
Mr. Krecek also assisted in the installa- 
tion of the switchboard. 

W. C. Bucktanp of the transmission 
instruments department received the 
medal for highest scholarship in mathe- 
matics for the year 1933-34 at the Queens 
Center of City College of New York 
Evening Session, where he is studying for 
a B.S. degree. The number of students 
competing for this medal was approxi- 
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mately 250. Mr. Buckland has just com- . 
pleted his seventh year in a ten year course. 

PowER ENGINEERS who witnessed tests 
on the new automatic power plant for the 
combined step-by-step and repeater in- 
stallation at Roanoke, Va., included 
A. E. Petrie, J. Davidson, Jr., H. T. 
Langabeer, H. L. Mueller and H. M. 
Spicer. Mr. Petrie also visited Atlanta 
to discuss power plant matters with the 
Southern Bell Telephone and Telegraph 
Company. 

G. B. Tuomas attended the Industrial 
Institute at Silver Bay on Lake George. 

G. F. Fowxer has been reelected trea- 
surer and member of the board of direc- 
tors of the New York Electrical Society. 

J. W. Scumiep and G. T. Morris ap- 
peared before the Examiner of Inter- 
ferences and W. L. Dawson and J. W. 
Schmied before the Board of Appeals in 
Washington. 

RovuTINE patent matters required the 
presence of P. C. Smith at the Patent 
Office in Washington. 

DuRING THE MonTHs of June and July 
patents were issued to the following mem- 
bers of the Laboratories: 

L. G. Abraham F. B. Llewellyn (2) 
A. S. Bertels G. A. Locke (2) 


D. G. Blattner G. R. Lum 

L. G. Bostwick R. F. Mallina 
R. Bown W. A. Marrison 
R. Burns W. P. Mason (2) 
E. T. Burton W. H. Matthies 
J. Crabtree C. H. McCandless 
G. Crisson E. D. Mead 
G.C. Cummings E. Mills 

C. S. Demarest A. C. Norwine 
L. A. Elmer W. Orvis 

H. W. Ericsson A. C. Powell 

E. B. Ferrell W. A. Rhodes 
D. K. Gannett V. L. Ronci (2) 
J. M. Hardesty S. A. Schelkunoff 
F. Hardy E. M. Smith 

H. C. Harrison (2) E. J. Sterba 

R. A. Heising (2) H. M. Stoller (2) 
H. E. Ives A. E. Swickard 
G. V. Kin A. L. Thuras 
W. A. Knoop (3) =D. E. Trucksess 
J. J. Kuhn R. L. Wegel 

C. E. Lane O. H. Williford 

] 
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FE. L. FisHer spent several days in 
Philadelphia assisting in high-voltage 
tests at the Philadelphia Electric Com- 
pany on special substation fuses. 

J. M. Witson attended meetings of 
several of the technical committees of the 
American Society for Testing Materials 
at Atlantic City. 

W. J. FARMER spent a week at Alumi- 
num Company of America’s plant at New 
Kensington, Pennsylvania, in connection 
with aluminum soldering problems. 

C. F. Swasey visited the Weston 
Electrical Instrument Company at New- 
ark for a discussion of meter problems. 

W. J. Means and Morron Sutrzer 
visited the Southern New England Tele- 
phone Company office at Stamford for 
observations of an experimental installa- 
tion of an automatic recording oscillo- 
graph. 

THE EXPERIMENTAL installation of 
ultra-short wave radio in the telephone 
circuit between Provincetown and Boston 
on which F. H. Willis has been working, 
has now been completed. 

M. C. Gopparp was in Atlantic City 
in connection with the 
dialing tandem offices at 
Philadelphia and the 
step-by-step offices in At- 
lantic City. 

D. G. and 
H. F. Hopkins were at 
Hawthorne to discuss the 
manufacture and _ prob- 
able costs of a receiver 
for a new general an- 
nouncing system. W. G. 
Brievogel and G. G. Mul- 
ler were also in Haw- 
thorne in connection with 
the manufacture of trans- 
mission instruments and 
other special equipment. 

R. D. DeKay spent 
two weeks on naval train- 
ing duty as Assistant 
Navigator of the U.S.S. 
Chicago during maneu- 
vers off Cape May. 

CROSSTALK measure- 
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ments under summer conditions have been 
completed at Ticonderoga by O. H. Cool. 
idge, F. W. Amberg and L. Hockgraf. By 
comparison with similar measurements 
made last winter it is expected that corre- 
lation can be established between cross- 
talk and temperature. 

J. B. Ketty attended a meeting of the 
American Federation of Organizations for 
the Hard of Hearing in Washington where 
he demonstrated the bone-conduction re- 
ceiver as a hearing aid. 

J. M. Fincu, together with T. G. Stover 
and L. I. Shaw, visited the Smith Paper 
Company and the Dexter Paper Company 
at Hartford regarding the manufacture 
of paper to be used in condensers. 

A. E. RueHLe attended the second 
summer conference on spectroscopy and 
its application held at the Massachusetts 
Institute of Technology. 

C. J. FroscH spent two weeks in 
Chicago, Indianapolis and Madison, Wis- 
consin, to inspect treated telephone poles. 

M. E. Srriesy and T. M. Oparenxo 
were at Point Breeze to inspect new high 


frequency cables. 


F. E. Ross (center) in conference with C. C. Randolph (deft) 
and R. B. Kling (right) of Point Breeze about the manu- 


facture of fuses. 
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J. R. Witson and V. L. Roncri visited 
the General Electric Company in Sche- 
nectady in connection with the sealing of 
metal to glass. 

R. F. Matiina visited the New De- 
parture Ball Bearing Company at Bristol, 
Connecticut, in connection with the con- 
struction and testing of various types of 
power transmission by friction. 

S. O. Morcan and J. A. BECKER were 
at the Johns Hopkins summer school at 
Gibson Island, Maryland, attending, re- 
spectively, a conference on chemical 
physics and a symposium on surface 
phenomena. 

W. L. Lawrence of the Research De- 
partment has been awarded the degree of 
M.A. by Columbia University. 

A. F. Dixon has been elected president 
of the Edward J. Hall chapter of the 
Telephone Pioneers. G. F. Fowler was 
appointed by him to serve on the member- 
ship committee as the Laboratories’ 
representative. 

TWENTY YEARS of service in the Bell 
System were completed last month by 
Carl R. Englund on the first, Raymond L. 
Wegel on the eleventh, Leroy W. Kelsay 
on the fourteenth, Arthur B. Sperry on 
the seventeenth, and Edward F. Watson 
on the twenty-sixth. 

A. B. Ciark and B. W. KEenpDALL have 
received honorable mention for their 
joint paper Carrier in Cable in the award 
of the 1933 American Institute of Elec- 
trical Engineers national prize for the 
best paper in theory and research. 

G. A. Hurst spent several days in 
Philadelphia, attending the cutover of the 
Panel Tandem Office. 

L. H. ALLEN was in Washington attend- 
ing conferences on magneto telephones for 
the U. S. Forest Service. 

A. J. Atkens and J. MALtert are mak- 
ing tests at Phoenixville to determine 
field strengths of static in the frequency 
range from 5 to 1000 kilocycles and the 
resulting pickup in a coaxial conductor 
system. 

One oF THE “Old Guard”, who moved 
into the West Street building when it was 
built, has passed on. Nelson Meats, who 


as a punch press operator entered Western 
Electric’s Thames Street Shop in 1895 and 
came to West Street in 1898, died on 
August 11. He was made an assistant 
foreman in 1910 and went to Hawthorne 
when his work was moved there in 1913. 
He returned to New York in 1918 and in 


. Nelson Meats 


1931 transferred to the Stores Depart- 
ment. In charge for many years of a store- 
room which served the Equipment Devel- 
opment Department, Mr. Meats made 
many friends, who now mourn his loss. 

AFTER GRADUATION by Harvard in 
1907, and subsequent study there, Ken- 
neth S. Johnson entered the Engineering 
Department of the American Telephone 
and Telegraph Company in 1909 to be- 
come associated with the young and 
rapidly growing art of telephone trans- 
mission. Transferring his activities to 
the Engineering Department of the West- 
ern Electric Company in 1913 he played a 
large part in bringing the theoretical work 
of this basic field to fruition by the sys- 
tematic collection of data and the develop- 
ment of practical and rapid computation 
and design methods. More specifically 
there may be noted the detailed analysis 
of all possible anti-sidetone subscriber 
sets, the consideration of signal and cord 
circuits in relation to transmission eff- 
ciency, and the broad field of filter and 
equalizer design. 

His interest in this subject has led him 
to give freely of his time in conference 
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with his associates and in personal class- 
room instruction. Concrete outgrowths 
of these activities are the “Glossary of 
Telephone Terms” and the pioneer vol- 


K. S. Fohnson 


ume “Transmission Circuits for Telephone 
Communication” now in its third Ameri- 
can and first French edition. 

As Transmission Research Engineer he 
supervises groups for the development of 
transmission measuring methods, for the 
investigation of speech efficiency criteria, 
for the origination of improved local trans- 
mission circuits, for pioneer work in selec- 
tive circuits and for the application of 
telephone transmission theory to closely 
related fields, such as telegraph and signal- 
ing. On the tenth of last month Mr. John- 
son completed twenty-five years of Service 
in the Bell System. 

Wuite, who completed a 
quarter century of service in the Bell 
System on the tenth of last month, joined 
the Chicago Telephone Company in 1909, 
immediately after receiving the B.M.E. 
degree from the University of Kentucky. 
In the fall of the following year, after a 
month with the Commonwealth Edison 
Company in Chicago, he joined the West- 
ern Electric Company at Hawthorne, 
where he engaged in engineering work on 
switchboard equipment. Five years later 
he came to New York as a member of the 
Engineering Department, now Bell Tele- 
phone Laboratories. Here he became 
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associated with the design and installation 
of the terminating circuits for the first 
commercial installation of the carrier 
telephone system, which was put in ser- 
vice between Washington and Pittsburgh 
in 1918. Later he participated in similar 
work for the first submarine telephone 
cable between Key West and Havana, 
opened in 1921. He then took charge of 
toll telephone switching development, 
covering the design of circuits for switch- 
boards and testboards. Last summer he 


Charles White 


transferred to the Telegraph Facilities De- 
partment as Assistant Telegraph Switch- 
ing Engineer. 

Dr. Joun WisHart who holds the chair 
of statistics in the University of Cam- 
bridge, England, recently visited W. A. 
Shewhart to discuss the application of 
statistical theory in the field of economic 
control of quality. Dr. Wishart is a mem- 
ber of the board of the Industrial and 
Agricultural Research Section of the Royal 
Statistical Society. At a luncheon given 
for him, he discussed briefly the work of 
that Section. Those present at the lunch- 
eon were: S. L. Andrew of the American 
Telephone and Telegraph Company, R. W. 
Burgess, F. J. Feely, and D. Levinger of 
the Western Electric Company, and A. F. 
Dixon, H. F. Dodge, G. D. Edwards, T. C. 
Fry, R. L. Jones, E. C. Molina, and W. A. 
Shewhart. 
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A Portable Oscilloscope 


By R. F. MALLINA 
Acoustical Research 


ISITORS to the Bell System 

exhibit at the Century of 

Progress Exposition in 1933 
had the opportunity of talking into 
a transmitter and seeing the wave 
form of the words they spoke on a 
screen before them. This was made 
possible by a large oscilloscope de- 
veloped at Bell Laboratories which 
amplified the current from the tele- 
phone transmitter, converted it to a 
moving light beam by an electro- 
dynamic vibrating element, and pro- 
jected the beam onto a reflecting 
screen. This apparatus which has al- 
ready been described in the REcorp*, 
created a great deal of interest. As it 
seemed to have a wide field of use- 
*REcorD, August 1933, p. 361. 
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fulness, a portable model has been 
developed and was recently demon- 
strated before the Society of Motion 
Picture Engineers and the Acoustical 
Society of America. It is shown in 
use in the photograph at the head of 
this article. 

The principle of operation is the 
same as for the larger oscilloscope 
already described. The vibrating ele- 
ment consists of a spherical mirror 
connected to the diaphragm of a 
moving-coil microphone. A narrow 
beam of light of high brightness, ob- 
tained from a small automobile lamp, 
is thrown onto this mirror from which 
it is reflected to a rotating mirror, and 
thence to a three-foot screen. The 
spherical vibrating mirror gives the 
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up and down motion to the beam, and 
the rotating mirror, made in the form 
of a regular polygon of twenty sides, 
gives motion across the screen. The 
layout of the apparatus is indicated in 
Figure I. 

All of the apparatus except the 
screen and the amplifier is mounted in 


ATO SCREEN 
\ / 


on the front of the case, as shown in 
Figure 2. Separate potentiometers are 
provided for the microphone and for 
the pick-up, while a third is located in 
the input to the loud speaker. By 
means of these volume controls, the 
amplitude of the wave shown on the 
screen may be adjusted to the desired 
height, and the volume 
of the loud speaker con- 


Fig. 1—Plan view of portable oscilloscope 


a small portable case about 19 by 12 
by 6 inches. The screen, together 
with the hood which shields it from 
external illumination, folds into a thin 
case 3 feet by 2 feet by 2 inches. The 
amplifier and loud speaker form a 
third unit, which has already been 
described in the Recorp*. Tripods 
are provided for supporting both the 
reproducer unit and the amplifier with 
the screen on top of it. 

Either a microphone or a phono- 
graph pick-up may be connected to 
the input circuit. A single phono- 
graph motor drives the rotating mirror 
and also the record when one is used. 
The same amplifier is employed for 
both microphone and _ phonograph 
pick-up, and is switched from one to 
the other by a small rotating switch 
*REcorD, August 1932, p. 417. 
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E ECTING \ 1 / . 
HOUSING To reduce the size 
of the apparatus so 
VIBRATING that it could be assem- 
\ bled in a readily porta- 
ble form, several 
— | changes have been 
HOUSING made. The rotating 
10 VOLTS AC (0) 4 mirror has been re- 
INPUT duced in diameter from 
LAMP 
output|| the eight inches used 
CONTROL PANEL 1 for the Century of 

ZLLLLLLLLL LLL LLL LLL LLL LLL Pr ogress machine to 
PHONE PICK-UP about five inches. The 
19" distance from the lamp 


to the rotating mirror 
could not be changed 
appreciably but it was brought within 
a smaller overall compass by employ- 
ing a reflecting mirror between the 
lamp and the vibrator. Thus the 
lamp and vibrator are placed side 
by side, but the light beam travels 
across the length of the case to the 
reflecting mirror and back to the vi- 
brator. Advantage is taken of this 
arrangement to make it possible to 
place the screen at a considerable dis- 
tance from the oscilloscope, such as at 
the farther end of a hall. Under these 
conditions a brighter light source is 
needed which may be an arc lamp 
placed outside the case. An opening 
is left in the case behind the reflecting 
mirror, and when the mirror is slid 
out of its support, light from the arc 
will fall directly on the vibrator. 
Space economy was further secured 
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by employing only one 
phonograph motor and 
driving the rotating 
mirror from it by a 
belt. 

Besides these 
changes to increase the 
portability of the os- 
cilloscope others were 
made to increase the 
flexibility of its em- 
ployment. The lamp 
housing is movable and 
can be moved nearer 
to or farther from the 
reflecting mirror by a 
knob on the top of 
the case. This permits 
accurate focussing for different posi- 
tions of the screen. Using the lamp 
in the case, the screen may be mount- 
ed at any distance from five to ten 
feet from the rotating mirror, but 
by using an external source of light, 
this distance may be increased up 
to any desired value. 

Adjustment of the size of the light 
spot is provided by four screws at the 
front of the light housing. This per- 
mits a very fine line, when high fre- 
quencies are to be shown in a darkened 
room, or by enlarging the aperture 
allows more light to fall on the screen 
when the oscilloscope is used in a 
lighted room. Provision is also made 
for tilting the rotating mirror so that 
the screen may be mounted above the 


Fig. 3—Power input and lamp rheostat are on one end of the 
case, and the other controls on the front 


level at which the oscilloscope stands. 

The arrangement of the oscilloscope 
in the case is shown in Figure 3. The 
rectangular black container at the left 
houses the lamp, and the four small 
knobs projecting above it are for ad- 
justing the size of the aperture. The 
larger knob just in front of the lamp 
container is the focussing adjustment. 
In the center back is the vibrating- 
mirror and microphone unit, and in 
the front center is the rotating mirror. 
The drive motor is under the central 
spindle at the right, on which is mount- 
ed a record when the phonograph at- 
tachment is used. The square plate 
on the outside of the case at the left 
covers an opening behind the reflect- 
ing mirror. Through this opening 
light passes to the vibrating 


VIBRATOR > 
a mirror when an external source 
a AMPLIFIER is employed. Figure 4 shows 
| the appearance of the oscillo- 
em scope when a phonograph rec- 
ord is being used, and also 
Shows how the screen is shield- 
a ed when the oscilloscope is 
CONTROL used in a lighted room. Both 


Fig. 2—Schematic arrangement of oscilloscope 


circuit 
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this photograph and that at 
the head of this article show 
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the last portion of the sound “er” in 
“fathers” being reproduced. The sec- 
tion appearing on thescreen lasts about 
0.02 second, and represents about 
one-fourth of the complete sound. 
The convenient and portable ar- 
rangement of this new oscilloscope, 


combined with its many adjustable 
features should make it very valuable 
for a variety of uses. Besides its ob- 
vious advantages for instruction in 
schools and colleges, it is also suitable 
for lectures and demonstrations as 
well as for actual acoustic studies. 


Fig. 4—A shielding hood for the screen permits the oscillo- 
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The Trunk Group Busy Register 


By W. C. OAKES 
Local Systems Development 


RUNKS and toll lines of the 

Bell System represent a very 

large investment. There is 
not only the cost of the outside plant, 
wires, poles, cables, underground duct 
systems, loading coils, and a variety of 
associated equipment, but there is also 
the expensive office apparatus such as 
repeaters, composite sets, repeating 
coils, and switchboard facilities. If 
high grade communication service is 
to be provided at the lowest consistent 
cost, therefore, the number of trunks 
and toll lines must be carefully regu- 
lated so as to be adequate to render 


rapid service, but not great enough to 
result in burdensome overhead charges 
on unused equipment. 

To determine to what extent the 
trunks and toll lines are being used, it 
was at one time customary to obtain 
records manually of the number of 
circuits in use. The methods of doing 
this varied somewhat, depending on 
the type of groups being considered. 
Local call-circuit trunks for instance, 
which prior to the extension of ma- 
chine switching and straightforward 
operation made up a large part of the 
local trunk groups in cities and large 
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suburban districts, ended in plugs at 
the “B” position. Each trunk group 
appeared either in one position or ad- 
jacent positions, and it was common 
practice, prior to busy hour periods, 
to turn down a certain portion of the 
trunks in a group; that is, put the tip 
end of the plug into the hole used as a 
plug seat. These turned down trunks 
were assigned only when all the other 
trunks were in use. It was therefore 
a simple matter, by noting the number 
of trunks which remained turned 
down, to determine whether the group 
was large enough or whether it was 
approaching a state of congestion in 
which some relief would be required. 
These records have been quite general- 
ly referred to as “turn down” or “plug 
count”’ records. 

With toll lines, however, the cir- 
cuits for the most part are jack ended. 
Associated with the outgoing jack of 
these circuits is a visual busy signal 
which indicates when the toll line is 
in use. For some time, it was the 
practice for an observer to determine 
the number of toll lines of a particular 
group in use by reference to the visual 
signals. By frequent count in the 
busy hour, it was possible to secure an 
approximation of the number of cir- 
cuit minutes used during the hour and 
an indication of the extent to which 


INTERMEDIATE 


FIRST TRUNK TRUNK LAST TRUNK 
(NOT IN USE) (IN USE) (IN USE) 
fs | (SL) | (SL) 


REGISTER 
(TB) 


= 


Fig. 1—Group register circuit employed for 
local trunks 
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Fig. 2—A _ group-busy time register rack 
showing registers, above, jack field, and 
relays, below 


‘no circuit” conditions were being en- 


countered. These data were referred 
to as “jack count” records. These 
manual“ plug count” and“‘jack count” 
records served as a reliable basis for 
the engineering studies as to the 
adequacy of the circuit facilities, and 
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also as a forecast for seasonal trend of 
the traffic. 

With the extension of machine 
switching and straightforward opera- 
tion, it was not possible to apply the 
“plug count” method to determine the 
circuit usage, and group-busy register 
equipment similar to that shown at 
the head of this article was developed. 

The main elements of the circuit 
employed are shown in Figure 1. 
One end of the wind- 
ing of a relay, A in the 


proportion of failures to secure a trunk. 
Hence a simple measurement of the 
number of times all trunks in a group 
are busy, indicating the potential de- 
lays to service, is sufficient for local 
trunk engineering and administrative 
purposes. 

Because of the greater distances in- 
volved, toll lines differ from local 
trunks in that the investment per toll 
line is higher and the average volume 


diagram, is connected 
to battery and the 
other end is connected 
to the back contacts of 
the SL relays of all the 
trunks in the group to 
be studied. When any- 
one of the trunks is 
not in use, the back 
contact of its SL relay 
will be closed, and the 
A relay is operated. 
When all the trunks 
are in use, the circuit 
of the A relay will be 
opened, and when the 
relay releases, a cir- 
cuit will be established 
through its back con- 
tact to operate the reg- 
ister TB. Each opera- 
tion of the register 
moves the number 
wheels one digit ahead 
and thus the number 
of times all trunks are 
busy is counted. 

It was unnecessary 
to arrange this circuit 
to take account of the 
length of time that all 
the trunks remain in 
use. Local trunk pro- 
vision generally con- 
templates a very small 
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Fig. 3—The group-busy time register rack is mounted in an 
enclosing cabinet which allows the register to be read without 
opening the doors 
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of traffic between pairs of points is 
much lower requiring smaller circuit 
groups. In addition, the circuit hold- 
ing time per call is greater on toll than 
on local trunk calls. For these reasons, 
somewhat different data are desirable 
as an aid in engineering a toll plant 
that will be adequate and yet not be 
overbuilt when both cost and service 
aspects are considered. With such a 
plant, “no circuit” conditions will be 
encountered more frequently and be 
of longer duration than is the case with 
a local trunk plant. It was considered 
essential, therefore, that the register 
circuit for toll lines take into account 
both the number and duration of the 
“no circuit” conditions. As a result, 
a circuit was developed similar to that 
of Figure 1 except for an additional 
contact in the operating circuit of the 
register. This contact is in a master 
clock in the toll office and is closed by 
the clock mechanism every 6 seconds. 
With this arrangement and all trunks 
busy, the register will be operated 
every 6 seconds. When one of the 
trunks in the group is idle, the opera- 
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tion of the contact in the master clock 
will not, of course, operate the register, 

For this latter system, equipment 
units for 100 registers are built as 
shown in Figure 2, the registers are 
mounted at the top of the frame, and 
the A relays under the covers at the 
bottom. The middle of the frame is 
filled with a jack field. Each register 
circuit is brought to a jack in the 
lower part of the field and each toll 
line group to a jack in the upper. The 
register circuits can be connected with 
the various toll groups by means of 
patching cords between the upper and 
lower jacks. Provision is made for 
400 toll line groups, one quarter of 
which may be under observation at 
a time. 

The frame of Figure 2 is mounted in 
a cabinet as shown in Figure 3. A 
glass panel permits the register to be 
read without opening the door. This 
equipment is widely used for studies 
of toll line groups. The photograph of 
Figure 3 and that at the head of this 
article show an installation in the 
Long Lines building in New York. 
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The Switchboard Cord 


By R. T. STAPLES 
Telephone Apparatus Development 


ROM the early days of the first 
crude telephone switchboard 
down to those of the great 

modern central office, the talking con- 
nection between subscribers has been 
completed by an indispensable piece 
of apparatus—the switchboard cord. 
Because of the important part which 
the switchboard cord has always 
played in the telephone plant, it has 
been subject to continual modifica- 
tions of structure to improve its ser- 
viceability, ever since its humble be- 
ginning as a pair of twisted lamp cord 
conductors. To the casual observer, 
the switchboard cord is merely a 
flexible cotton-braided conductor hav- 
ing a plug attached to one end, and 
having the other end arranged for 
attachment to terminal punchings in 
the switchboard as shown on Figure 1. 
It is not so well appreciated, however, 
that this structure of textiles and con- 
ductors is composed of materials that 
are inherently variable in their char- 
acter, size, and durability, and that it 
must not only meet close dimensional 
limits for attachment to the plugs and 
for satisfactory operation in the switch- 
board, but must be smooth and 
flexible, and able to withstand thou- 
sands of operations in service without 
breakage of the conductors or fraying 
of the outer covering. 

The evolution of the switchboard 
cord is illustrated in Figure 2, which 
is a photograph of specially prepared 
samples including the more prominent 
types that have been developed for 
use during the past thirty years. 
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Figure 3 is an X-ray photograph of 
these same samples, and illustrates 
clearly the various structures of these 
cords. 

An early type, shown in the illus- 
tration as No. 2, had stranded copper 
wire conductors with rubber insula- 
tion. The extremely short service life 
of such conductors soon led to the 
investigation of other types of flexible 
conductors that might better with- 
stand the conditions of use in a switch- 
board. Asa matter of course, the use 
of tinsel, which for many centuries has 
been employed for decorative pur- 
poses, was proposed. It possessed the 
desired flexibility for use in cords, but 
the thin metal ribbon lacked the 
toughness required to produce long 


Fig. 1—The equipment end of the cord has a 
metal band with eyelet clamped around the 
braid which is used to suspend the switch- 
board end of the cord. On the band are 
stamped the cord identification marks 
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lived electrical conductors. Conse- 
quently, a special tinsel, more durable 
than any commercially available, was 
developed, and its production was 
controlled by specification. This tin- 
sel was used in the structure of switch- 
board cords of the brass helix types 
shown as Nos. 1 and 4 in the photo- 
graph. These cords possessed the 
desired flexibility, and, because the 
brass helix reinforcement which sur- 
rounded the tinsel conductors pre- 
vented the cord from being bent 
sharply, better cord life was obtained. 
The cord illustrated as No. 4, which 
used the same tinsel ribbon as No. 1 
and an improved conductor structure, 
continued in service because of the 
low conductor resistance required in 
toll connections until about 1909, 
when it was displaced by a further 
improved type having low conductor 
resistance and employing a rope-core 
cord structure. 

While the tinsel cords thus far pro- 
duced met the operating conditions 
satisfactorily, and had the low con- 
ductor resistance required for use in 
toll boards, they had relatively short 
life when subjected to the severe ser- 


of the tinsel ribbons resulted in “ noise” 
caused by the variable resistance at 
the broken spot in the conductor. 
Simultaneously with the early de. 
velopment work looking toward im. 
proving the service life of tinsel cord 
conductor, other materials and struc. 
tures were investigated. 

These efforts were rewarded by the 
development of the steel-conductor 
switchboard cord, which was intro- 
duced in 1905 and continued as a 
standard for use in local boards for 
nearly 10 years. The structure of the 
steel cord, as may be observed from 
No. 3 of the photographs, was radi- 
cally different from the previous 
types. The conductors in this case 
were made from No. 26 tinned-steel 
wire rolled flat and spiralled around 
the axis of the cord; the tip conductor 
being in the center, spiralled around 
a twine core; the ring conductor 
spiralled in the reverse direction over 
it; and the sleeve conductor on the 
outside. Layers of tussah silk supple- 
mented by a linen braid formed the 
insulation between the spirals. The 
steel conductor cord had exceptionally 
satisfactory conductor life but was 


vice in local switchboards. Breakage not so satisfactory in some other re- 
2 
3 
4 
S 
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Fig. 2—Various types of switchboard cords developed during the last thirty years 
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Fig. 3—An X-ray photograph reveals the arrangements of the conductors in the cords 
shown in Figure 2 


spects as the tinsel cord because of its 
stiffness and higher resistance. Con- 
sequently, further consideration was 
given to the possibilities of tinsel for 
cord conductors. 

This work on the tinsel conductor 
resulted first in the development of an 
entirely new type of cord structure 
having the so-called “‘rope core”’ con- 
struction as illustrated by No. 5 in the 
photographs. In service trials cords 
using this new construction compared 
favorably in life with the efficient steel 
conductor cord, but further improve- 
ment in the tinsel conductor was 
found to be needed. The final de- 
velopment of the modern long-life 
tinsel conductor for use in station and 
switchboard cords is described in a 
previous issue of the Recorp* and 
need not be discussed in detail here. 
It should be noted, however, that the 
fundamental improvements in_ the 

*RecorD, Fuly, 1926, p. 196. 
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tinsel consisted in the replacement of 
the copper ribbon by one of tough 
bronze alloy which was better able to 
withstand the repeated bending which 
the conductors received in service; the 
later use of two tinsel ribbons of larger 
size on each thread; and the reduction 
in the number of tinsel threads to six 
from the eighteen formerly used. Also, 
to render the cords suitable for use 
throughout the country, a moisture- 
proofing treatment was applied, so 
that a satisfactory insulation level 
would be obtained when the cords 
were subjected to the extremely hu- 
mid climatic conditions which are en- 
countered frequently during the sum- 
mer months along the seaboard lo- 
calities. 

This new cord came into general use 
in 1925. While it completely fulfilled 
all expectations in serviceability, 
other improvements were still to fol- 
low. The first of these was the adop- 
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tion of solderless cord tips for the 
conductors, which reduced the contact 
resistance between the tip and _ the 
tinsel, and virtually eliminated troub- 
les in service from variable resistance 
at the tips, and from tips pulling off 
the conductors. 

Since the adoption of the rope- 
twisted conductor, with two tinsel 
ribbons on each core thread, practi- 
cally eliminated the failure of the 
conductor before the braid began to 
fray, it was evident that the life of the 
cord could be further increased by 
making improvements in the braid. 
Braid-life improvement was brought 
about through the development of 
better glazed cotton and its more uni- 
form application through the use of 
automatic braiding machines de- 


veloped by the Western Electric Com. 
pany. These improvements were ac. 
companied by other structural changes 
in the design of the cords and these 
final improvements have recently been 
embodied in the commercial product 
and thus are now coming into use in 
the telephone plant. Their useful ser- 
vice life is approximately ten times the 
life of the earlier types of tinsel switch- 
board cords used in toll switchboards, 
and two to three times the life of the 
steel cords formerly standard for local 
central offices. 

General studies of the materials and 
manufacturing processes involved are 
being continued with the expectation 
that this work will be productive of 
further improvements in switchboard 
cords in the future. 


Experimental circuits for 60 cm. radio waves take some 

unusual forms. Four tuned circuits are present in this de- 

tector circuit being tested by F. G. Chaffee of the Research 
Department. 
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An Improved Bend Tester 


HE ability to withstand bend- 

ing is one of the characteristics 

of metals that plays an im- 
portant part in apparatus design. 
Bending tests are carried on in Bell 
Telephone Laboratories as part of its 
study of materials. One phase of this 
subject, which has recently been dis- 
cussed in the Recorp*, is the deter- 
mination of the minimum radius to 
which a metal may be bent. 

When bending tests first began to 
be made, the only machine available 
consisted of a hand operated lever, 
to which was clamped the upper end 
of the test strip. The lower end was 
clamped between two moveable blocks, 
which could be ground to any radius 
of bend. A counter was provided to 
record the number of complete bends 
*RecorD, April, 1934, p. 230. 
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before failure. The bending was done 
by moving the lever back and forth by 
hand as illustrated by W. S. Hayford 
at the left of the above photograph. 
Results obtained from this machine 
were not entirely satisfactory for our 
work because of many uncontrollable 
factors. It was difficult to control the 
arc of swing very accurately, and the 
speed of motion—which also might 
vary—was found to affect the results. 
Moreover, the necessity of hand opera- 
tion made the process slow and tire- 
some. As a result, Mr. Hayford, at 
that time with the Materials group of 
the Apparatus Development Depart- 
ment, undertook the development of 
an improved machine, on which he 
has recently been granted a patent. 
The new machine, shown at the 
right of the photograph, has lower 
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clamping blocks and an oscillating arm 
as did the earlier machine, but many 
of the details are greatly improved, 
the angle of bend is constant, the 
clamping blocks are more accurately 
ground, and the machine is motor- 
driven. The two lower clamping 
blocks are controlled by a single rod 
with right-hand and left-hand threads, 
which insures that the specimen is al- 
ways held directly beneath the center 
of the lever when the latter is in a 
vertical position. Turning the handle 
on the end of the rod in one direction 


unclamps the specimen, and turning 
it in the other direction, clamps it, 
The arrangement of the moving arm 
has also been improved by a better 
clamping and tensioning device, and 
by greater flexibility in the adjustable 
guides which lie closely against the 
sides of the specimen to within a short 
distance of the lower blocks. The 
provision of a motor drive eliminates 
the manual operation, and provides a 
constant number of bends per minute, 
thus insuring that more dependable 
results will be secured. 


This portable transmission measuring set, being manipulated by E. W. Waters of the Re- 
search Department, operates very quickly and accurately over a wide range of transmission 
equivalents and frequencies, and is especially useful for voice operated circuits. The 
oscillator output is equalized so that the frequency response characteristic is flat from 50 
cycles to 9,500 cycles. Measurements can be made between losses of 80 db and gains of 75 
db without additional apparatus with an accuracy of 0.1 db. By merely twisting the oscil- 
lator dial and reading the meter, complete frequency response measurements can be made. 
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Contributors to this Issue 


ENTERING THESE Laboratories in 1918 
as a technical assistant, W. L. Black took 
part in the testing of a number of special 
systems, notably the terminal equipment 
for the Key West-Havana cable, and the 
first public address system for commercial 
installation. In 1922 he went to Rio de 
Janeiro to install a public address system 
at the Centennial Exhibition and remained 
to install a carrier telephone system be- 
tween Rio de Janeiro and Sao Paulo. 
After his return, he worked for a time on 
power line carrier systems and then on 
radio transmitters for government service. 
In 1926 he entered a group concerned 
with speech input systems for broadcast- 
ing stations and in 1929 was placed in 
charge of it. 

R. T. SrapLes joined the Western 
Electric Company in 1907 and after 
spending six months in the Students’ 
Training Course was assigned the duties 
of testing models of miscellaneous central 
office apparatus and inspecting tool-made 
samples. Several years later he became 
actively engaged in the development of 
paper and mica condensers. During the 
early period of the World War he designed 
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R. T. Staples 


the condensers used in the receiving sets, 
which were supplied to the government, 
and supervised their manufacture in the 
Laboratories until the Western Electric 
Company obtained the necessary manu- 
facturing facilities. His past five years 
have been spent in the development of 
cords, wire, and cables. 

G. A. KEtsaLt graduated from Rose 
Polytechnic Institute in 1906 with the 
degree of B.S. in Electrical Engineering. 
The following three years he spent with 
the General Electric Company at Sche- 
nectady and with the Indiana Steel 
Company at Gary, and in 1909 went to 
Michigan State College as Instructor in 
Electrical Engineering. Since 1912 he has 
been with Bell Telephone Laboratories. 
For five years he worked on loading coils 
in the physical laboratory, during which 
time he developed the permeameter and 
permeameter furnace. From 1917 to the 
present time he has been with the Re- 
search Department employed in the in- 
vestigation of magnetic materials. 

AFTER RECEIVING a B.S. degree in M.E. 
from Brown University in 1910, W. C. 
Oakes joined the Bell System with the 
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W. C. Oakes R. F. Mallina C. H. Greenall 


Toll Traffic Engineering Department of 
the A. T. & T. Company. His early work 
was in connection with studies seeking a 
speedier toll service between New York 
and Philadelphia, a forerunner of the 
present station-to-station long distance 
service. In 1914 ill health forced Mr. 
Oakes’ temporary retirement from active 
work, but in 1917 he joined the Outside 
Plant Department of the New Jersey 
division of the New York Telephone 
Company, his activities covering the ter- 
ritory of Staten Island and the shore near 
Asbury Park. In 1920 he transferred to 
the Engineering Department of the 
Western Electric Company at West Street 
where he has remained since. His work 
here, for the most part, has been on local 
manual telephone circuit development 
covering straightforward trunking and 
interconnection between dial and manual 
offices. 

R. F. Matiina received an M.E. degree 
from the Vienna Technical College in 
1912 and then studied textile engineering 
for two years at the Textile Engineering 
College in Austria and at the London 
Institute in England. He came to this 
country in 1922 and was engaged as de- 
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signer and engineer by several concerns, 
spending over two years with the Victor 
Talking Machine Company. In 1929 he 
joined the technical staff of Bell Tele- 
phone Laboratories where with the Appar- 
atus Development Department he worked 
on disk recording and call announcers. 
At the present time he is with the Acous- 
tical Research Department. 

C. H. GreENALL’s college course was 
interrupted by his service overseas in the 
United States Field Artillery. After the 
war he resumed his studies at Lehigh 
University, and was graduated in 1922 
with an M.E. degree. He then became 
associated with the Laboratories and 
worked on apparatus analysis and pro- 
tection. In 1927 he transferred to the 
Materials group where he engaged in the 
development of specifications for non- 
ferrous materials and in the design of 
equipment and application of methods 
for fatigue tests on these materials. Since 
1931 he has been in charge of metallic 
materials and materials testing. His 
work is mainly directed toward the proper 
use of, and the development of engineer- 
ing requirements for materials used in 
Bell System apparatus. 


32 


Pa 
| 


